CITATION 28B297

This citation was issued because of spillage of lime-
stone up to 24 inches deep on an elevated walkway in viola-
tion of 30 CFR 56.11-1.  Should an employee trip on the
spillage, he could fall over a low railing to the ground, 30
or 40 feet below.  This obviously would cause an injury of a
reasonably serious nature.  Though the walkway was infre-
quently used, it was a walkway and there was a reasonable
likelihood that the hazard would result in injury to an
employee using the walkway.  The walkway was out of doors
and the elements added to the likelihood of injury.  The
violation was significant and substantial.

CITATION 288826

This citation charges a violation of 30 CFR 56.12-34 in
failing to provide a guard for a light bulb located over a
table saw in the carpenter's shop.  The likelihood of an
injury was slight/ and any injury occurring would not be
reasonably serious.  Therefore, the violation was not sig-
nificant and substantial.

CITATION 28B566

This citation was issued for an accumulation of debris
on a walkway next to a conveyor belt in violation of 30 CFR
56.11-1.  This violation is similar to the one described in
Citation No. 288297.  The difference is that the walkway
here is about 10 feet off the ground.  I find that there is
a reasonable likelihood that the hazard (a fall) would
result in injury of a reasonably serious nature.  The vio-
lation was significant and substantial,

CITATION 288827

This citation was issued because valves on oxygen and
acetelyne tanks were left open while the tanks were not in
use in violation of 30 CFR 56.4-33.  There were sources of
ignition in the area which could result in an explosion and
serious injury.  Whether the evidence shows a reasonable
likelihood of an explosion is more difficult.  The inspec-
tor's statement indicates that the probability of an explo-
sion was slight unless a hose began to leak or the tanks
were upset.  No leaks were found.  On the other hand, the
inspector testified that leaving the valves open when not in
use was a dangerous practice, and that an accident was not
unlikely.  I conclude on the basis of the entire record that
there was a reasonable likelihood that a serious injury
would result from the violation.  Therefore, the violation
was significant and substantial.
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